SHARON ROSE STEPHENS 
8-24-1938 — 11-29-1938 


WHITE MARBLE BABY MEMORIAL 


This beautiful, impressive White Marble Memorial for baby 
Sharon Rose Stephens is just south of the giant Sequoia in The 
Garden of Remembrance. The charming marble circle is 
outlined with roses in a unique decorative pattern. 

Sharon Rose was born August 24, 1938 and died November 29, 


1938, possibly of leukemia. 


Sharon’s family (all buried in the family plot) includes her 
grandmother, Phoebe, who is listed in the Census records in 
1920 and 1930, as the head of the household. No mention is 


made of her mother or father. 


Unless records were well kept, family plots, which were separated 
by concrete curbing, often held aunts, uncles, or cousins, and it 
is difficult to determine the relationships without accurate 


recorded information. 
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Note* Unlike granite, marble, which is more porous, should never be 
cleaned with anything abrasive. Use mild dish soap and a soft brush to 


clean the moss and dirt. 


